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lumps of carbide falling into the sludge in the conical base of the
generator.    At the base of  the cone is a sludge-valve G.    The   gas

passes from the generator through the pipe H into the washer B, and
after bubbling through the water therein goes by way of the pipe K
into the gasholder C. The syphon-pot E is provided for the reception
2A.